MISSION  DE  UA  CONCEPCION  DE  PURISIMA, 
FIRST   MISSION,   SAN   ANTONIO,   TEXAS  56 


26628 


Tliis  Mission  was  built  in  1730,  and  is  m 
;in  almost  iKMicct  state  of  preservation;  the 
cliaiM'l  is  used  lor  mass  every  morning.  Lo- 
(rat.'il  within  two  miles  of  the  heart  of  the  San 
Antonio  hUFinc^ss  district,  it  is  one  of  the 
chain  ol'  Missions  built  by  the  early  settlers 
for  the  promulg-ation  of  the  Christian  faith, 
and  for  protection  from  the  Indians. 
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